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Sign-off of 17/18 EMS Budget 

This is to confirm that the 17/18 budget captured on EMS is deemed to be true and fair 
and in accordance with information approved by council (see attached annexure 1). 

The budget, can therefore be initialised by Sebata to ensure further set-up and 
transactions on EMS. 
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Budget office 

Sign off by: 
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